SUDAN  TEMPLE  AUDITORIUM 

New  Bern,   N.  C. 
This  Shrine   Temple   received   its  original  dispensa- 
tion  in  1916  and  chartered  in  1917.  The  auditorium 
has    a    seating    capacity    of    2,500    and    a    Shrine  5_ 
membership  of  6,400,  42nd   largest  membership  in 
North  America.  g 
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